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To  the  Chairman  and  Councillors 
Mablethorpe  and  Sutton  Urban  District  Council. 


Mr.  Chairman  and  Gentlemen, 

I  beg  to  present  my  Annual  Report  for  the  year  1947  on  the 
Health  and  Sanitary  Circumstances  of  the  Urban  District. 

The  only  abnormal  thing  to  be  noted  from  the  statistics  is  the 
high  general  death  rate  which  is  higher  than  the  birth  rate.  This  is  the 
first  time  of  such  occurrence  in  the  past  five  years.  The  increase  fell 
mainly  on  the  45-65  year  age  group,  though  there  was  no  increase  of  any 
particular  form  of  morbidity  affecting  this  group.  Deaths  under  the  age 
of  65  years  were  37%  of  the  total  compared  with  26%  for  the  preceding 
year. 

The  infectious  disease  notifications  were  exceedingly  low.  We 
were  extremely  fortunate  in  having  only  a  single  case  of  Infantile 
Paralysis  notified,  considering  the  density  of  the  population  in  the 
district  during  the  holiday  season  when  the  national  epidemic  was  at 
its  height. 

The  year  saw  the  beginning  of  a  scheme  for  the  drainage  of  part 
of  the  foreshore  buildings  which  was  a  worthy  step  to  keep  the  sanitary 
progress  abreast  the  commercial  development.  This  applied  also  to  the 
start  of  operations  on  the  long-needed  sanitary  conveniences  on  the 
foreshore.  The  latter  improvement  also  calls  attention  to  the  need  for 
public  conveniences  in  the  town  area,  which  has  got  no  provisions  of 
this  nature.  The  translation  of  the  Trusthorpe  Sewerage  Scheme  into 
practical  effort  still  appears  to  be  no  nearer  reality  During  the  year, 
the  sanitary  conditions  in  that  area  were  the  subject  of  an  inspection 
by  an  official  of  the  Ministry,  but  nothing  practical  had  resulted  at  the 
end  of  the  year 

Supervision  over  articles  of  food  and  drink  was  maintained  at  the 
very  satisfactory  levels  of  other  years.  Milk  and  ice  cream  productions 
were  given  their  full  share  of  attention,  which  was  only  partly  reflected 
in  the  results  of  the  samples  examined. 

I  am  pleased  to  avail  myself  of  this  opportunity  to  mention  with 
gratitude  the  valuable  help  and  co-operation  that  have  been  forthcoming 
at  all  times  from  the  Public  Health  Committee  and  the  Council.  This  has 
materially  encouraged  and  helped  the  work  of  this  department. 

Yours  faithfully, 

W.  J  KERRIGAN. 

July,  1948 
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MABLETHORPE  AND  SUTTON 
URBAN  DISTRICT  COUNCIL 


ANNUAL  REPORT 

ON  THE 

HEALTH  AND  SANITARY  CONDITIONS 

For  the  Year  1947 


PUBLIC  HEALTH  OFFICERS. 

Medical  Officer  of  Health — W.  J.  Kerrigan,  M.B.,  B.Ch., 

B.A.O.,  L.M.,  D.P.H. 

m£ZJa£ I  0.  V.  Lo„0,  C.R.S.,.  I. 

Engineer  and  Surveyor — E.  Jordan,  M.I.M.  &  Cy.E., 

M.R.San.  I.,  M.I.S.E. 


SECTION  A.  SOCIAL  CONDITIONS  AND  STATISTICS. 
General  Statistics. 

Area  of  the  Urban  District,  including  717  acres  of  Fore¬ 
shore — 7,193  acres. 

Registrar  General’s  estimate  of  Resident  Population,  1947— 
5,373. 

Density  per  acre — 1.3. 

Number  of  Inhabited  Houses — 2,032. 

Rateable  Value  of  Inhabited  Houses — £26,027. 

Total  Rateable  Value — £38,030. 

Sum  represented  by  a  Penny  Rate — £151. 
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Vital  Statistics. 

(Bracketted  figures  show  the  corresponding  National  Rates). 

Births,  (a)  Live  Births. 

Legitimate 
Illegitimate 


Total. 

Male. 

Femalb. 

79 

42 

37 

15 

6 

9 

94 

48 

46 

5 

5 

_ 

17.5  (20.5). 
0.9  (0.5). 
50. 


(b)  Still  Births. 

Legitimate 

Illegitimate  —  — 

Live  Birth  Rate  per  1,000  of  estimated  population 
Still  ,,  ,,  ,,  ,,  »> 

,,  ,,  ,,  of  all  births 

Deaths.  Total.  Male.  Female. 

98  44  54 

General  Death  Rate  per  1,000  of  estimated  population  18.2  (12. 0). 
Death  Rate  of  Infants  under  one  year  of  age  : — 

(a)  All  Infants  per  1,000  live  births  ...  ...  43  (41). 

(b)  Legitimate  Infants  per  1,000  legitimate  live  births  51 

(c)  Illegitimate  ,,  ,,  illegitimate  ,,  Nil. 


Deaths  from  Puerperal  causes 
Deaths  from  Acute  Infectious  diseases 
Deaths  from  Cancer  (all  ages) 


Nil. 

Nil. 
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Total  Causes  of  Death  in  the  Area,  1947. 

Tuberculosis  of  Respiratory  System 
Cancer — -(l)  Mouth  and  Oesophagus 

male  ;  Uterus  female 

(2)  Stomach  and  Duodenum 

(3)  Breast 

(4)  All  other  sites  ... 

Inter-cranial  vascular  lesions 
Heart  Diseases 

Other  diseases  of  the  circulatory  system 

Bronchitis 

Pneumonia 

Other  Respiratory  diseases  ... 

Ulcer  of  Stomach  or  Duodenum 
Other  Digestive  diseases 
Nephritis... 

Premature  Birth 

Congenital  malformation,  birth  injury  and 
Infantile  diseases 

S  uicide  ...  •»•  » .  •  ... 

Road  traffic  accidents 
Other  violent  causes 
All  other  causes 


Male 

3 

2 

2 

2 

9 

10 

2 

2 

3 

1 

3 

1 


1 

1 

2 


Totals  44 


Female 


1 

6 

10 

18 

4 

a 

l 

i 

l 

l 

i 

l 

i 

5 

54 
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Ages  at  Death. 

0/1  1/5  5/15  15/25  25/35  35/45  45/55  55/65  65/75  75+ Total. 
4  3  —  1  3  3  7  15  22  40  98 

SECTION  B.  GENERAL  PROVISION  OF  HEALTH  SERVICES 

OF  THE  AREA. 

Laboratory  Facilities. 

The  service  provided  by  the  Public  Health  Laboratory, 
Lincoln,  covered  the  requirements  of  the  Council  for  the  requisite 
routine  and  special  examinations,  except  for  the  occasionally 
required  chemical  analysis.  When  the  Laboratory  became  part 
of  the  National  unit,  at  the  end  of  the  first  quarter  of  the  year, 
its  services  became  free  to  the  Council. 

Ambulance  Facilities. 

The  Council  continued  to  provide  a  four-stretcher  ambulance 
stationed  locally  in  addition  to  the  vehicles  supplied  by  hospitals. 

The  ambulance  service  will  be  administered  by  the  County 
Authority  when  the  National  Health  Service  Act  comes  into 
operation. 

Nursing  in  the  Home. 

The  same  services  were  available  as  in  previous  years. 

This  service  will  also  be  included  in  the  National  Health  Act 
and  will  be  administered  on  a  County  basis. 

Treatment  Centres  and  Clinics. 

The  entire  provisions  for  these  are  made  by  the  County 
Council  acting  as  the  Maternity  and  Child  Welfare,  Tuberculosis, 
and  Education  Authority.  As  previously  mentioned,  the  services 
provided  are  the  barest  minimal,  considering  the  population  and 
the  poor  transport  to  avail  of  proper  facilities  elsewhere.  The 
intention  of  operating  a  fortnightly  Welfare  Clinic  at  Sutton  re¬ 
quired  to  be  deferred  until  a  suitable  building  became  available. 

Hospitals. 

No  difficulty  was  experienced  in  obtaining  accommodation 
for  infectious  cases,  when  required. 

The  general  hospital  accommodation  available  outside  the 
District  is  fully  adequate  for  the  needs  of  local  residents.  The 
shortage  of  beds  for  maternity  and  tuberculosis  cases  is  not 
peculiar  to  the  area,  which  is  better  served  in  this  way  than  many 
parts  of  the  country. 
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SECTION  C.  SANITARY  CIRCUMSTANCES  IN  THE  AREA. 
Water. 

Extension  of  the  water  supply  to  the  properties,  consisting 
mainly  of  farms  on  the  district  outskirts,  continued  to  be  regarded 
as  outside  the  scope  of  national  and  local  economics. 

The  purity  of  the  public  supply  was  controlled  as  usual  by 
regular  bacteriological  examinations  and  twice  yearly  chemical 
analyses.  The  results  of  the  water  examinations  are  given  below, 
and  the  copy  of  the  chemical  analysis  is  included  as  required,  in 
the  Appendix.  The  unsatisfactory  results  from  the  public  supply 
seemed  due  to  extraneous  contamination,  since  follow-up  samples 
showed  no  deviation  from  the  normal. 

During  the  height  of  the  holiday  season  there  was  a  slight 
infestation  of  the  public  supply  by  oligochaete  worms — according 
to  the  identification  at  the  London  School  of  Hygiene  and 
Tropical  Medicine.  Although  the  worms  were  considered  entirely 
harmless,  it  was  a  relief  to  get  rid  of  these  unsightly  intruders  by 
the  inclusion  of  additional  wash-outs  in  certain  sections  of  the 


water  mains  where  the  exchange  of  water  was 
the  routine  pumping  required  for  normal  needs. 

little  affected  by 

Public  Supply. 

Satisfactory. 

Unsatisfactory 

(a)  Bacteriological  Exam. 

31 

2 

(b)  Chemical  Analyses 

4 

■ — 

Private  Supplies 

1 

2 

Total 

36 

4 

Two  new  Bores  were  sunk  during  the  year  which  delivered 
satisfactory  supplies. 

Drainage  and  Sewerage. 

Closet  Accommodation  : — 

No.  of  houses  with  privy  vaults  ...  9 

,,  ,,  ,,  pail  closets  ...  125 

,,  ,,  ,,  water  closets  ...  1,823 

,,  conversions  to  water  system  ...  Nil. 

Routine  examination  and  repairs  of  drains,  waste  pipes,  etc., 
were  carried  out  to  the  extent  of  about  336  servicings. 

Drainage. 

During  the  year  an  important  improvement  was  effected  in 
matters  relating  to  foreshore  sanitation  by  providing  means  of 
discharging  waste  water  into  proper  drains.  By  this  means  a 
previous  source  of  nuisance  was  overcome  at  the  central  prom¬ 
enade,  Mablethorpe,  where  the  Council  chalets  and  the  trading 
sites  were  accommodated  ;  and  at  Sutton,  provision  was  made  for 
the  Council  chalets  and  an  adjoining  cafe.  It  is  understood  the 
drain  system  is  capable  of  extension  to  meet  any  likely  develop¬ 
ment  in  the  foreshore  areas. 
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Cesspools. 

Unfortunately  no  practical  progress  can  be  reported  in  the 
Trusthorpe  Sewerage  Scheme  which  has  been  subject  to  certain 
official  delays  beyond  the  control  of  the  Council.  The  ardent  hope 
must  again  be  expressed  that  official  delays  will  be  short-circuited 
to  end  this  insanitary  and  unsavoury  blot  existing  right  in  the 
centre  of  the  holiday  resort. 

Public  Conveniences. 

Work  had  commenced  towards  the  end  of  the  year  on  the 
public  conveniences  situated  on  the  Mablethorpe  central  prom¬ 
enade.  When  completed,  they  should  satisfy  the  previous  inade¬ 
quate  requirements  in  the  congregating  areas  along  the  Mable¬ 
thorpe  sea-front.  Mention,  however,  requires  to  be  made  of  the 
fact  that  not  a  single  public  convenience  exists  in  the  town  areas 
of  the  district  other  than  those  privately  rented  for  seasonal  use. 
When  the  normal  population  is  considered,  and  the  fact  that  it  is 
increased  daily  by  some  twenty  to  thirty  thousand  people  during 
part  of  the  holiday  season,  the  need  for  such  conveniences  in  the 
vicinity  of  the  principal  shopping  centres  will  be  apparent.  I 
suggest,  as  a  preliminary,  that  investigation  might  be  made  into  the 
practicability  of  such  an  installation  in  Mablethorpe  High  Street. 

Disinfection  and  Disinfestation  of  premises. 

Routine  disinfection  of  houses  and  articles  was  done  as 
required  in  cases  of  infectious  disease. 

Twenty  premises  were  successfully  treated  for  vermin  infesta¬ 
tion,  included  in  which  were  five  holiday  bungalows  infested  with 
bed  bugs. 

In  addition  23  treatments  against  rats  and  mice  were  carried 

out. 

Refuse  Collection  and  Disposal. 

With  the  aid  of  additional  lorries,  a  weekly  collection  of 
domestic  refuse,  and  twice  weekly  system  for  trade  refuse  oper¬ 
ated.  This  a  matter  for  satisfaction  compared  with  the  previous 
year,  as  also  was  the  new  controlled  tip  established  at  Highgate 
Lane,  Sutton,  on  account  of  its  isolation, 

Nuisances. 

Total  number  during  the  year  : — - 

(a)  Abated  as  a  result  informal  action  by  the 

Sanitary  Inspector 

(b)  Reported  to  the  Council 

(1)  Statutory  Notices  issued 

(2)  ,,  ,,  not  issued  ... 


450 

4 

14 
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Factories  and  Workshops  Act,  1937. 

(a)  Visits  made  ...  ...  ...  ...  64 

(b)  Infringements  Discovered  ...  ...  12 

(c)  Infringements  Remedied  ...  ...  ...  12 

SECTION  D  HOUSING. 

Total  number  of  new  houses  erected  during  the  year  ...  32 

(1)  By  the  Local  Authority  ...  ...  26 

(2)  By  other  Local  Authorities  ...  ...  Nil 

(3)  By  other  bodies  or  persons  ...  ...  6 

1.  Inspection  of  Dwelling-Houses  during  the  year  : 

(1)  a)  Total  number  of  dwelling-houses  inspected  for 

housing  defects  (under  Public  Health  or 
Housing  Acts)  ...  ...  ..  ...  128 

(b)  Number  of  inspections  made  for  the  purpose  162 

(2)  (a)  Number  of  dwelling-houses  (included  under 

Sub-head  (l)  (above)  which  were  inspected  and 
recorded  under  the  Housing  Consolidated  Re¬ 
gulations  1925  ...  ...  ...  Nil 

(b)  Number  of  inspections  made  for  the  purpose  Nil 

(3)  No.  of  dwelling-houses  found  to  be  in  a  state  so 

dangerous  or  injurious  to  health  as  to  be  unfit 

for  human  habitation  ...  ...  ...  Nil 

(4)  No.  of  dwelling-houses  (exclusive  of  those  referred 

to  under  the  preceding  sub-head)  found  not  to 
be  in  all  respects  reasonably  fit  for  human 
habitation  ...  ...  ...  ...  Ill 

2.  Remedy  of  Defects  during  the  year  without  service  of  formal 

notices  : 

Number  of  defective  dwelling-houses  rendered  fit  in 
consequence  of  informal  action  by  the  Local 
Authority  or  their  Officers  ...  ...  109 

3.  Action  under  Statutory  Powers  during  the  year  : 

(a)  Proceedings  under  Sections  9,  10  and  36  of  the 
Housing  Act,  1936  : 

(1)  Number  of  dwelling-houses  in  respect  of  which 

notices  were  served  requiring  repairs  ...  2 

(2)  Number  of  dwelling-houses  which  were  rendered 

fit  after  service  of  formal  notices  ...  Nil 


9 


(b)  Proceedings  under  sections  11  and  13  of  the 
Housing  Act,  1936. 

(1)  Number  of  dwelling-houses  in  respect  of  which 

Demolition  Orders  were  made 

(2)  Number  of  dwelling-houses  demolished  in  pur¬ 

suance  of  Demolition  Orders 

(3)  Number  of  dwelling-houses  subject  to  under¬ 

takings 

4.  Housing  Act,  1936 — Part  IV.  Overcrowding  s 

(a)  (1)  Number  of  dwellings  overcrowded  at  the  end 

of  year 

(2)  Number  of  families  dwelling  therein 

(3)  Number  of  persons  dwelling  therein 

(b)  Number  of  new  cases  of  overcrowding  reported 

during  year 

(c)  (l)  Number  of  cases  of  overcrowding  relieved 

during  year 

(2)  Number  of  persons  concerned  in  such  cases  ... 

(d)  Number  of  houses  again  overcrowded  after  being 

previously  relieved 

The  Council’s  Building  programme  for  the  year  comprised  the 
following  (a)  Completed  in  addition  to  six  houses  completed  by 
private  builders,  (b)  Uncompleted. 


Number  Type 


(a) 

16 

3  Bedroom 

10 

Rebuilt  war-damaged  bungalows 

(b) 

59 

3  and  4  Bedrooms 

(c) 

109  houses  were 

subject  to  repairs  which  rendered  them 

fit  by  issue  of  priorities  to  enable  the  work  to  be 
carried  out. 

Tents,  Vans  and  Sheds. 

Such  temporary  residences  feature  prominently  in  the  holiday 
programme  of  a  sea-side  resort.  The  extent  to  which  their  control 
is  necessary  is  shown  by  the  fact  that  there  were  700  tents  and 
trailers  in  the  district  during  the  August  week  which  accommodated 
about  2,800  people.  This  involved  100  visits  by  the  Sanitary 
Inspector  to  supervise  and  control  the  hygienic  and  sanitary 
arrangements  of  the  sites. 


Nil 

1 

Nil 

Nil 

Nil 

Nil 

2 

2 

8 

Nil 


10 


SECTION  E.  INSPECTION  AND  SUPERVISION  OF  FOOD. 


Bakehouses. 

No.  in  the  District  ...  ...  ...  ...  6 

No.  of  inspections  ...  ...  ...  ...  17 

Contraventions  of  Factory  Act  ...  ...  6 

Defects  remedied  ...  ...  ...  ...  6 


Cafes  and  Kitchens. 

The  buildings  and  equipment  are  reported  as  generally  satis¬ 
factory.  Supervision  regarding  cleanliness  of  food  and  disposal 
of  waste  is  most  required  during  the  busy  holiday  period  when 
temporary  staff  and  over  rush  of  work  cause  carelessness. 


Miik  Supplies. 

Cowsheds. 

55 
123 
3 


No.  on  Register 
No.  of  inspections 
Contraventions  and  remedied 


Classification  of  milk  producers  in  district 

Accredited  ...  ...  ...  ...  9 

Non-graded  ..  ...  ...  ...  46 

Non-graded  producers  who  send  milk  to  heat- 

treatment  centres  40 

Non-graded  producers  who  sell  raw  milk  ...  6 


Samples  taken  during  the  year, 


Type  of  Milk  Samples  taken  by 


Satisfactory  Unsatisfactory 


Accredited  County  Council  &  U.D.C. 

Pasteurised  U.D.C. 

Otherwise 

heat-treated  U.D.C. 

Raw  ungraded  U.D.C. 


10  7 

8  9 

8  4 

15  (including  15 


3  border-line) 


Totals  ...  41 


35 


Not  included  in  the  above  list  of  samples  taken  were  six  from 
ungraded  supplies  which  were  sent  to  heat-treatment  centres. 


Comments  on  Results. 

(a)  Pasteurised  and  Heat-treated  Samples. 

The  results  are  concerned  with  the  processing  of  the  milk  to 
ascertain  if  the  samples  complied  with  the  Regulations  governing 
standard  heat  treatment.  By  inference,  where  the  results  were 
unsatisfactory  there  was  a  danger  that  the  milk  was  not  rendered 
safe,  which  was  the  object  of  the  procedure.  The  unusually  large 
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number  of  adverse  reports  was  due  to  technical  faults  in  a  par¬ 
ticular  pasteurising  plant  following  its  installation.  This  firm 
ceased  to  operate  before  the  end  of  the  year. 

(b)  Raw  Milk— Accredited. 

The  County  Council  is  the  Licensing  Authority  of  these  pro¬ 
ducers.  The  results  were  not  good  and  were  below  the  standards 
of  other  years. 

(c)  Raw  Milk — Ungraded. 

The  results  were  an  improvement  on  other  years,  but  still 
fall  short  of  the  desired  or  the  expected.  In  the  continued 
absence  of  an  official  standard  test  for  this  type  of  milk,  the 
criterion  was  based  on  the  accredited  test  with  certain  latitude 
in  the  interpretation.  The  results  showed  inconsistency  in  the 
individual  cases  rather  than  persistent  offence  on  the  part  of 
a  few. 

General  Remarks. 

As  pointed  out  in  previous  reports,  the  examination  of  raw 
milk  is  concerned  with  its  cleanliness  which  reflects  the  hygiene  of 
the  production  and  handling.  Though  the  reports  yield  no  inform¬ 
ation  about  the  presence  or  otherwise  of  specific  disease-producing 
organisms,  it  does  not  require  an  expert  to  understand  that  dirty 
milk  is  not  a  suitable  article  of  food  for  children  or  even  for  the 
hardened  adults.  Accordingly,  sample  examinations  are  necessary 
to  pin-point  by  the  results  the  cases  requiring  follow-up  investi¬ 
gation  to  determine  the  source  of  error  and  the  means  of  over¬ 
coming  it.  Continued  neglect  of  instructions  must  be  met  with 
disciplinary  measures,  as  was  done  during  the  year  when  one 
producer  was  reported  to  the  Committee  and  another  was  warned. 

So  far  as  the  Council  is  concerned,  supervision  is  concentrated 
on  the  ungraded  supply,  retailed  as  such,  for  the  reason  that  other 
sources  are  already  subjected  to  satisfactory  control.  Heat- 
treated  milk — a  germ  cemetery  if  you  wish— is  rendered  a  safe  milk 
by  proper  processing,  and  the  Accredited  supply  is  under  County 
control.  Supervision  over  the  remaining  six  producers  by  the 
Council  is  a  more  onerous  task  than  the  numbers  suggest.  It 
must  be  remembered  that  the  ungraded  producer  remains  in  this 
category  by  force  of  circumstances  which  may  be  due  to  himself 
or  beyond  his  control ;  but  whatever  the  reason,  or  combination  of 
circumstances,  a  vast  amount  of  patient  persuasion  and  practical 
effort  is  required  to  overcome  the  obstacles.  Our  aim  is  directed 
to  the  up-grading  of  these  supplies  to  Accredited  standards,  or 
failing  which,  to  have  the  milk  sent  for  heat  treatment. 

During  the  year,  the  sanitary  inspector  reported  large  improve¬ 
ment  schemes  in  three  cowsheds  and  the  provision  of  better  water 
supplies  in  five  cases. 

Below  is  shown  an  interesting  table  obtained  by  the  sanitary 
inspector,  through  the  courtesy  of  the  Pood  Executive  Officer, 
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which  gives  the  percentage  of  the  various  types  of  milk  consumed 
in  the  district.  The  amounts  deal  with  the  normal  rather  than 
the  holiday  consumption,  though  during  the  latter  period,  the 
heat-treated  milk  would  increase  out  of  proportion  to  the  raw. 

Heat  Treated  ...  ...  ...  ...  60.5% 


(1) 

Pasteurised 

30 

(2) 

Sterilized 

2 

(3) 

Otherwise 

heat-treated 

28.5 

Accredited 

Non-graded 


23.5% 

16 


100.0% 


Ice  Cream. 

The  following  list  shows  the  results  of  all  examinations  from 
the  producers.  The  actual  number  of  occasions  on  which  samples 
were  taken  is  given  in  brackets,  but  on  some  of  these  occasions 
more  than  one  sample  was  taken  to  determine  where  the  fault  lay 
in  the  line  of  production.  Consequently  the  list  indicates  the 
degree  of  supervision  rather  than  the  actual  reports  on  the  finished 
ice  cream. 


Producer 

Samples  Satisfactory 

Not  Satisfactory 

(16) 

A 

13 

15 

B 

7 

8 

(13) 

C 

4 

11 

(8) 

24 

34 

Water  Ices 

2 

— 

Additional  examinations  of  ice  cream  constituents  5. 


Remarks. 

The  routine  examinations  of  the  finished  product  showed  that 
73%  of  the  samples  were  satisfactory.  That  they  reached  this 
level  was  due  to  the  tireless  efforts  of  the  Sanitary  Inspector  in 
supervising  and  advising  the  manufacturers  over  the  problems 
arising  out  of  the  Heat  Treatment  Regulations  which  became 
operative  during  the  year.  The  results  are  accepted  as  average 
for  the  initial  effort  under  the  new  regulations,  but  in  future  there 
should  be  little  excuse  for  the  unsatisfactory  result.  The  same 
difficulties  do  not  exist  in  ice  cream  manufacture  as  are  found  in 
milk  production,  and  trade  difficulties  caused  by  a  careless  tempor¬ 
ary  staff  recruited  to  cope  with  increased  seasonal  demands  can 
not  be  accepted  as  reasons  for  faulty  methods.  This  is  a  luxury 
trade  in  which  the  output  will  require  to  be  measured  by  the 
efficiency  of  the  results. 

It  must  be  said  that  the  premises  and  equipment  lacked 
nothing  to  make  production  100%  satisfactory,  but  there  was 
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difficulty  driving  home  the  necessity  for  maintaining  sterilization 
throughout  the  line  of  manufacture.  Yet  it  was  surprising  how 
quickly  improvement  followed  the  ‘  last  warning,”  as  the  pre¬ 
liminary  to  bringing  the  offender  before  the  Committee. 


SECTION  F.  PREVALENCE  OF,  AND  CONTROL  OVER, 
INFECTIOUS  AND  OTHER  DISEASES 


Infectious  Diseases  other  than  Tuberculosis  notified  during  1947  : 

Disease  Total  Cases  Notified  Hospitalised  Deaths 

Scarlet  Fever  ...  4  -  - 

Chicken  Pox  ...  9  -  - 

Acute  Poliomyelitis  ...  1  1 

Diphtheria  ...  1  1  - 


Total  15  2 

The  case  of  diphtheria  was  an  adult  stated  to 
immunised  privately  about  7  years  previously. 


Nil 

have  been 


Immunisation  against  Diphtheria. 

Immunised  during  the  year  : — 

(a)  0  -  4  years  ...  ...  84  (97) 

(b)  5  -  14  years  ...  ...  10 

(c)  Reinforcing  injections  ...  57 

(Figures  in  brackets  give  the  total  live  births  for  1946). 

Calculated  %  of  children  immunised  at  the  end  of  year  : — 

(a)  1  -  4  years  inch  ...  85 

(b)  5  -  14  years  inch  ...  91 

The  result  of  surveys  of  the  two  Schools  in  the  district  at  end 
of  year  were  : — 

School  Type  No.  on  Rolls  %  Immunised 

Sutton-on-Sea  Jnr.  &  Senr.  177  95 

Mablethorpe  Do.  435  94 


Tuberculosis. 

Age 

Periods 


0 

1 

5 

15 

25 

35 

45 

55 

65 


New  Cases  (excluding  transfers)  and  Mortality  during  1947. 

New  Cases  Deaths 

Respiratory  Non-Respiratory  Respiratory  Non-Respiratory 
M.  F.  M.  F.  M.  F.  M.  F. 

2 


1 

2 


1 

1 

1 


3 


2 


3  -  Nil 
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APPENDIX  I. 


17th  June,  1947. 

Report  of  Analysis  of  Waters. 

Received  10th  June,  1947,  from  Mablethorpe  and  Sutton  U.D.C. 
Mark — Town  Water  Supply:  Maltby  Bore,  Mablethorpe  ;  Sutton 
Bore,  Mablethorpe. 


These  samples  contain  per  100,000  parts  : — 

Maltby  Bore 

Total  Solids  dried  at  180  °C  ...  46.00 

Sutton  Bore. 
71.00 

Suspended  Matter 

absent 

absent 

Chlorides  as  chlorine 

2.49 

12.78 

Oxidised  Nitrogen  as  nitrate 

absent 

absent 

Oxidised  Nitrogen  as  nitrite 

0.0028 

absent 

Free  Ammonia 

0.0400 

0.0400 

Albuminoid  Ammonia 

0.0040 

0.0064 

Temporary  Hardness 

8.00 

10.00 

Permanent  Hardness 

0.00 

0.00 

Oxygen  absorbed  in  4  hrs.  @  80  °F. 
from  N/80  KMn04 

0.012 

0.012 

pH  value  ... 

8.40 

8.70 

Appearance 

Clear  &  Bright  Clear  &  Bright 

Odour 

none 

none 

Taste  and  Colour  ... 

normal 

normal 

Heavy  Metals 

absent 

absent 

Free  Chlorine 

absent 

absent 

Sodium  Carbonate  equivalent  to 

25.97 

31.80 

By  comparison  with  the  corresponding  samples  examined  in 
October,  1946,  both  these  waters  have  undergone  rather  marked 
changes  in  chemical  composition  mainly  connected  with  the 
temporary  hardness  and  the  alkalinity.  Nevertheless,  both  waters 
are  of  satisfactory  chemical  quality  for  human  consumption, 
domestic  use  and  dairy  purposes  subject  to  the  bacterial  examin¬ 
ation  being  satisfactory.  In  both  samples  the  values  for  saline 
ammonia  and  albuminoid  ammonia  are  very  high  and  indicate  the 
need  for  regular  and  frequent  bacteriological  examinations. 

(Signed)  W.  W.  TAYLOR,  B.Sc.,  P.R.I.C. 
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APPENDIX  2. 


17th  June,  1947. 

Report  of  Analysis  of  Sewage  Effluents. 

Received  10th  June,  1947,  from  Mablethorpe  and  Sutton  U.D.C. 

Mark — Mablethorpe,  Sewage  Disposal  Works. 

Sutton-on-Sea,  Sewage  Disposal  works. 


These  samples  contain  per  100,000  parts: — 


Total  Solids  dried  at  100  °C. 

Mablethorpe 

118.00 

Sutton-on-J 

116.00 

Suspended  Matter 

.  ,  . 

1.00 

1.00 

Chlorides  as  Chlorine 

.  •  • 

26.27 

34.79 

Nitrate  Nitrogen  ... 

•  •  • 

2.78 

absent 

Nitrite  Nitrogen  ... 

•  •  • 

0.04 

1.10 

Free  Ammonia 

•  •  • 

0.508 

0.829 

Albuminoid  Ammonia 

.  •  • 

0.168 

0.246 

Oxygen  Absorbed  from  N/80 
in  (a)  3  minutes 

KMn04 

0.470 

0.440 

(b)  4  hours  at  80  °F. 

•  •  • 

1.780 

2.200 

5  days  Biological  Oxygen  Demand 
at  65 °F. 

2.50 

2.80 

pH  value  ... 

•  •  • 

7.10 

7.20 

5  days  Incubation  Test  at  80 

°F. 

Stable 

Stable 

Both  sewage  effluents  show  some  deterioration  in  chemical 
quality  by  comparison  with  the  analyses  made  in  July,  1946.  In 
both  effluents  the  value  for  albuminoid  ammonia,  oxygen  absorbed 
from  N/80  permanganate  in  4  hours  and  the  5  days  Biological 
Oxygen  Demand  exceed  the  accepted  maximum  values  of  0.15,  1.0 
and  2.0  parts  per  100,000  respectively. 

(Signed)  W.  W.  TAYLOR,  B.Sc.,  F.R.I.C. 
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